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TELEGRAPHIC AND CABLE ADDRESS TELEPHONE : MAYFAIR, 6040 
COMINISTER, LONDON 


MINISTRY OF 


OVERSEAS MILITARY FORCES OF CANADA 


84 GROSVENOR STREET 
LONDON, W. 1 


FILE NO. R-166, 
July 4, 1918. 


Dear Sir Robert Falconer, 


Lieut.-Col. G. Royee, C.A.M.C. 


In reply to your letter of June 6th, 
I would be much obliged if you would take up 
this question, as well as that of the recall 
of other Medical Officers, in the first instance 
with the Department of Militia & Defence, Ottawa. 
We have an arrangement with them whereby when 
requests of this nature are made, they take up 
the matter with a view of effecting a suitable 
exchange in the place of Officers whose services 
are required in Canada. 


I notice that the University does not 
desire Colonel Royce's services until October 
lst, and there will be ample time for you to take 
up this mtter with Ottawa. In the meantime, 
you may be sure that we shell endeavor, as far 
as possible, to meet your wishes./ 


“MO tpg / CL 


Sir Robert Palconer, K.C.M.G., Vi CG iY, 
President of Toronto University, 
Toronto, Ont., 
CANADA, 
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TELEGRAPHIC AND CABLE ADDRESS 
COMINISTER, LONDON 
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TELEPHONE : MAYFAIR, 6040 


MINISTRY OF 


OVERSEAS MILITARY FORCES OF CANADA 


384 GROSVENOR STREET 
LONDON, W. 1 


18th July, 1918. 


Sir Robert Falconer: 
Captain C. G. Imrie. 


I duly received your letter of 
June 4th, 1918, requesting the return to 
Canada of the above noted officer to 
resume his work in the Department of 
Pathological Chemistry at the University 
of Toronto. 


I took this matter up with my 
Director of Medical Services here who 
has agreed to his return. 


I am informed that instructions 
have been issued for him to proceed to 
Canada by the next available sailing. 


I remain, 
Yours ay ae we 


s 
7 


20bert Falconer, 


President, University of Toronto, 
Toronto, C ANA DA- 


ne 


34, GROSVENOR STREET, 


LONDON , WwW. 


No 


i. 


LONDON ,w, 1. 


Nv ¢ 
Yo Liss Uc 


H 
a 
8 
fh 
H 
7) 
fh 
0 
Q 
® 
fe) 
Cf 
6) 
t 
) 


